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Charge 
Deseription Coutract Ho. HA ¢ A 
Minor Modifieations to Equipment: PO-660 and/or 
A. 2 each Heat Seal Splices see 60% 30% 
B. Modify pre-splice table 7 106 
C. Modify Speltron : tae 
D. 20 each Special spools ee 100 
B. Modify viewing & splicing table 100 
F. Modify 6 viewing tables : 100 
G. Modify 3 Morse Printers = 100 
Major Modifleations: 
A. Change Eltron to Speltron 
B. Modify Duplicating Processor : 20 = = 
C. Modify Kengo & 30 
New Equipment: 
A. Seaond Flexowriter titler ; 
B. Pre-splice table a oo tes 
c each Cleaner Waxer si ae 50 
= x Cee | printer OE es ee Re sin mee ~ 2 
£ Aistertt oe Hot Ordered A, 
¥. Glass Plate Processor = 
G. Glass Plate Dryer e i 
I. Enlarger per Contractor's * 100 
12 September 1960 ) 
J. Projection Printer per 100 
Contractor's letter | 
12 Bephember 1960 
and Design peent PO-666 and/ 
for OX Program pidecaie 01300 oo 
Experimentations: 
A. Yor Project A PO-660 and/or 100 
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Description Contract No. GHA 
6, Tastadliation of New Equipment PO-660 and/or 
FO-L20 
Wo aliesations 
Eagineering Deaign and Investigtion = 
for 7 


i 
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8. General Expense 7 
Yestall ceiling 
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